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APPENDIX

Office drawings were generally made from working drawings,
that the drawings and specifications are complete in detail, and
that the thing to be done and the ways of doing it are clearly
described.

Several men, having special knowledge of the subjects, have
taken part in preparing the lists. If their notes seem sometimes
to be short and inadequate, it must be remembered that they
have tried to keep the lists within reasonable length.

Only the United States patents are listed, as the foreign patents
are mostly repetitions of those, with minor variations.

UNITED STATES PATENTS OF GEORGE
WESTINGHOUSE

GENERAL LIST

NUMBER
	DATE
	TITLE

50,759
	Oct.     31, 1865
	Eotary Steam Engine.

61,967
	Feb.     12, 1867
	Car Replacer.

76,365
	Apr.       7, 1868
	Railway Frog.

3,584*
	Aug.      3, 1869
	Railway Frog.

5,504*
	July     29, 1873
	Steam-Power Brake Devices.

88,929
	April    13, 1869
	Steam-Power Brake.

106,899
	Aug.     30, 1870
	Improvement in Steam Engine and Pump.

109,695
	Nov.    29, 1870
	Atmospheric Car-Brake Pipe.

115,667
	June      6, 1871
	Steam-Power Car-Brake Apparatus.

5,506*
	July     29, 1873
	Steam-Power Car-Brake Apparatus.

9,478*
	Nov.    23, 1880
	Steam-Power Car-Brake Apparatus.

115,668
	June      6, 1871
	Steam-Engine Valves and Ports.

116,655
	July       4, 1871
	Valve for Air-Brake Couplings.

117,841
	Aug.      8, 1871
	Steam-Power Air-Brake Devices.

5,505*
	July     29, 1873
	Steam-Power Air-Brake Devices.

122,544
	Jan.       9, 1872
	Improvement in Exhaust Valves for Steam


	
	and Air Engines.

123,067
	Jan.     23, 1872
	Improvement in Steam-Power Air Brake.

124,403
	March   5, 1872
	Improvement in Relief Valves for Steam Air-


	
	Brake Cylinders.

124,404
	March   5,1872
	Improvement in Steam-Power Air Brakes and


	
	Signals.

124,405
	March   5,1872
	Improvement in Steam Air Brakes.

131,380
	Sept.    17, 1872
	Improvement in Balanced Slide Valves.

131,985
	Oct.       8, 1872
	Improvement in Rotary Valves.

*Reissued.